Nitrate
	0-45 umol/kg
	0.05 umol/kg
	1/s profiling 1/h mooring

Phosphate
	0-3.5 umol/kg
	0.05 umol/kg
	1/s profiling 1/h mooring

Silicate
	0-190 (Jmol/kg
	0.05 umol/kg
	1/s profiling 1/h mooring

Ammonium
	0-10 umol/kg
	2-10 nmol/kg
	1/s profiling 1/h mooring

Iron
	<0.05-2.5 nmol/kg
	5%
	1/h

Nitrogen-15 (515N)
	+3 to +7%o (DIN) NO3-none available (DON) -2to+10%o(PON)
	Q.l%o
 O.l%o
	1/h mooring (save for on-land measurement)

Algal pigments
	0-10 mg/m3
	0.1 ng/L
	1/s profiling 1/h mooring

Oxygen
	0-350 umol/kg
	0.5%
	1/s profiling 1/h mooring

Oxygen- 18 of
	+22 to +40%o
	0.1%c
	Measure ashore

Continuous flow analysis (CFA) with
colorimetry; chemiluminescence;
direct UV spectroscopy

CFA with colorimetry;
chemiluminescence; direct
UV spectroscopy

CFA with colorimetry

Coulometric titration; CFA with
colorimetry; fluorometry

Graphite furnace atomic absorption
spectrometry (GFAAS); chemi-
luminescence; cathodic stripping
voltammetry

IRMS

HPLC

Amperometric electrode; fluorescence

IRMS

dissolved oxygen
(6180)

continued